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ABSTRACT 


The Phoenix Air-Launched Small Missile (ALSM) flight testbed was conceived and is 
proposed to help address the lack of quick-tumaround and cost-effective hypersonic flight research 
capabilities. The Phoenix ALSM testbed results from utilization of the United States Navy Phoenix 
AIM-54 (Hughes Aircraft Company, now Raytheon Company, Waltham, Massachusetts) long- 
range, guided air-to-air missile and the National Aeronautics and Space Administration (NASA) 
Dryden Flight Research Center (Edwards, California) F-15B (McDonnell Douglas, now the Boeing 
Company, Chicago, Illinois) testbed airplane. The retirement of the Phoenix AIM-54 missiles 
from fleet operation has presented an opportunity for converting this flight asset into a new flight 
testbed. This cost-effective new platform will fill the gap in the test and evaluation of hypersonic 
systems for flight Mach numbers ranging from 3 to 5. Preliminary studies indicate that the Phoenix 
missile is a highly capable platform; when launched from a high-performance airplane, the guided 
Phoenix missile can boost research payloads to low hypersonic Mach numbers, enabling flight 
research in the supersonic-to-hypersonic transitional flight envelope. Experience gained from 
developing and operating the Phoenix ALSM testbed will assist the development and operation 
of future higher-performance ALSM flight testbeds as well as responsive microsatellite-small- 
payload air-launched space boosters. 
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NOMENCLATURE 

Air-Launched Small Missile, pronounced “awesome” 

Air-Launched Anti-Satellite 

Central Institute of Aviation Motors 

Defense Advanced Research Projects Agency 

Force Application and Launch from CONtinental United States 

flight test fixture 

flight termination system 

supersonic combustion flight experiment conducted by the University of 
Queensland, Australia 

National Aeronautics and Space Administration 

outer mold line 

Pacific Missile Test Range 

test and evaluation 

thermal protection system 



BACKGROUND 


Current and future hypersonic systems can benefit greatly from improved test and evaluation 
(T&E) capabilities in flight. While tremendous improvements in modeling and simulation as well 
as ground-test capabilities have produced a wide range of new hypersonic concepts, the lack of 
quick- turnaround hypersonic T&E capabilities in flight has hindered the development of these 
concepts into new hypersonic flight vehicles. 

The Phoenix Air-Launched Small Missile (ALSM, pronounced “awesome”) platform was 
conceived to help address the lack of quick-tumaround and cost-effective hypersonic flight research 
capabilities. The Phoenix ALSM platform results from a cost-effective utilization of two unique 
and very capable flight assets: the United States Navy Phoenix AIM-54 long-range, guided air-to- 
air missile and the National Aeronautics and Space Administration (NASA) F-15B (McDonnell 
Douglas, now the Boeing Company, Chicago, Illinois) flight research airplane. 

Figure 1 shows a standard Phoenix AIM-54 missile (Hughes Aircraft Company, now Raytheon 
Company, Waltham, Massachusetts). It is a long-range, guided air-to-air missile designed to be 
carried by the U.S. Navy F-14 Tomcat (Northrop Grumman Corporation, Los Angeles, California) 
airplane. The Phoenix missile has a length of 13 ft, a diameter of 15 in., and a wingspan of 3 ft. 
The total weight of a standard Phoenix missile is 1024 lb, including a 135-lb warhead. Designed 
to intercept air targets at a range in excess of 100 nmi, the Phoenix missile consists of a guidance 
section, armament section, propulsion section, control section, interconnecting surface cables, 
wings, and fins. The missile is ejection-launched from the F-14 airplane. Semi-active and active 
homing radar and hydraulically-operated fins direct and stabilize the missile on course to the 
target. Propulsion is provided by a solid-propellant rocket motor. Although it is a large missile, 
the Phoenix missile is both significantly smaller and lighter than the Air-Launched Anti- Satellite 
(AS AT) missile successfully launched from a United States Air Force F-15A airplane in 1984 at 
Edwards Air Force Base, Edwards, California. 
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Figure 1. The AIM-54 Phoenix guided air-to-air missile. 



In the proposed Phoenix ALSM test platform, the modified Phoenix missile is used as a high- 
supersonic-low-hypersonic, precision-guided booster for flight research experiments. When the 
missile’s radar seeker, attendant signal processing equipment, target detector, and warhead are 
removed, it is possible to have a research payload volume of more than 7 ft 3 and an allowable 
weight of up to 250 lb. Additionally, the performance of the standard Phoenix missile can be 
significantly increased by launching it from a high-performance carrier airplane such as the NASA 
F-15B airplane. 

The NASA F-15B research airplane is a modified F-15B jet fighter airplane that has been 
providing NASA, the Department of Defense, private industry, and universities a long-term 
capability for flight research in the areas of aerodynamics, instrumentation, propulsion, materials, 
and structures. A unique and versatile airborne resource, the NASA F-15B airplane enables flight 
research of a wide variety of aerospace technologies through either the Flight Test Fixture (FTF) 
(ref. 1) or the Propulsion Flight Test Fixture (PFTF) (ref. 2) mounted underneath, on the airplane 
centerline. Recent experiments that have been flown on the NASA F-15B airplane include the 
Aerostructures Test Wing, the Shuttle External Tank Insulation Test, and Durability of Thermal 
Protection System (TPS) materials for Reusable Launch Vehicles (RLVs). Several different 
flight experiments are typically flown on the NASA F-15B airplane each year, making it a highly 
productive flight research testbed. 

Figure 2 is a computer-enhanced photograph of the proposed Phoenix ALSM platform during 
a launch. The Phoenix missile system will be modified and mounted on the centerline station of 
the NASAL-15B airplane. In this configuration, the modified Phoenix missile, or ALSM, becomes 
in effect a hypersonic wind tunnel sting in the sky. Many different types of hypersonic research 
payloads, including scramjet subscale models or individual scramjet components such as inlets, 
isolators, and combustors, can be mounted in front of the ALSM, shrouded by a frangible nose 
cone that duplicates the outer mold line (OML) of the baseline Phoenix missile. When the ALSM 
reaches the desired test condition, the radome shroud can be separated from the front end of the 
missile, exposing the research payload to the incoming freestream flow. The ALSM test platform 
will be guidance-controlled by an integrated IBM PowerPC® (International Business Machines, 
Armonk, New York) computer and autopilot system and be fitted with a configurable, high- 
fidelity, wideband telemetry and flight termination system (PTS) for flight-test data collection. The 
ALSM test platform can be programmed to provide static flight conditions as well as transient, 
maneuvering flight conditions for the experiment. As well, it can be programmed to follow a certain 
flight trajectory, such as a rocket-based combined cycle (RBCC) or a turbine -based combined 
cycle (TBCC) vehicle ascent trajectory to evaluate the performance of the research payload in a 
relevant flight environment. Lor tests such as autonomous LTSs for hypersonic flight vehicles, the 
ALSM itself can function as the research demonstration vehicle for design research and proof of 
concept. 

The experience gained from developing and operating the Phoenix ALSM hypersonic 
T&E capability will provide a cost-effective stepping-stone for the development and operation 
of more advanced, higher-performance ALSM hypersonic flight testbeds as well as responsive 
microsatellite-small-payload air-launched space boosters in the future. 
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Figure 2. Computer-enhanced photograph of the proposed ALSM hypersonic T&E platform. 


BENEFITS OF THE AIR-LAUNCHED SMALL MISSILE TEST PLATFORM 

Rapid progress in aerospace technologies requires a constant interplay between analysis, 
ground-testing, and flight-testing activities. All three of these activities are equally important. 
Testing, both on the ground and in flight, keeps analysis well-grounded and relevant, while analysis 
provides the foundation and explains flight- and ground-test results. Often, the sparks of insight 
gleaned from one of these activities greatly benefit the other two, if all three activities are done in 
concert, accelerating the maturation of advanced aerospace technologies. 

The proposed ALSM test platform will assist in taking advanced hypersonic concepts to 
flight quickly. Hundreds of AIM-54 Phoenix missiles were excessed by the military during the 
government fiscal year 2004 and have entered the demilitarization process by which these highly 
capable assets will be destroyed. We propose that a selected number of these Phoenix missiles 
be modified and used as the low-cost ALSM hypersonic T&E flight-test platform, leveraging the 
extensive operational experience and resources that the U.S. Navy has already developed for the 
Phoenix missile. 

The Phoenix ALSM platform can fill a gap in hypersonic flight T&E capabilities. Ligure 3 
shows capabilities in flight that are presently available. The NASA Dryden Llight Research Center 
(Edwards, California) F-15B airplane testbed offers a flight research capability up to Mach 2. 
Current hypersonic flight research capabilities such as the X-43A (ref. 3) and HyShot (ref. 4) 
concentrated only on the hypersonic flight vehicle cruise Mach numbers of 7 and above. The 
Central Institute of Aviation Motors (CIAM) (Moscow, Russia) scramjet flight test (ref. 5) reached 


4 



a maximum flight Mach number of approximately 6.5. With the retirement of the NASA Dry den 
SR-7 1 airplane as a high-speed flight testbed, there is currently no flight-test-research capability at 
Mach 3. It can be seen from figure 3 that there is a gap in flight-test capability in the Mach number 
range of 2 to 5. The proposed ALSM platform can fill this important gap in current flight-test 
capabilities well. 



Mach number 
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Figure 3. The ALSM can fill an important gap in current flight T&E capabilities. 


The range of flight-test conditions that the proposed ALSM system can provide is important 
for the development of hypersonic systems. As can be seen in figure 4, most known hypersonic 
propulsion systems require an accelerator, such as a turbojet or a rocket, to provide the boost to 
the high-supersonic Mach number range of 3 to 4, before transitioning to ramjet or other modes 
of hypersonic flight operation. In addition, with the dual-mode scramjets and the dual-combustion 
ramjet (DCR), the transition of ramjet-to-scramjet operation takes place in the Mach number range 
of 4 to 6. During these critical transitional flight regimes, the performance and operability of the 
scramjet are significantly affected by the inlet flow physics, precombustion shock system location, 
combustor design, and fueling. More importantly, vehicle acceleration through ramjet-to-scramjet 
transition has not yet been demonstrated in flight. 

In addition to hypersonic airbreathing propulsion, the ALSM test platform will enable high- 
speed flight research of other important aerospace research topics such as high-speed laminar- 
turbulent transition, heat transfer, wave rider shapes, TPS material and ablative treatments, as well 
as advanced flight instrumentation, flight sensors, and telemetry system development. The ALSM 
will also be valuable for the development and evaluation of new high-speed flight maneuvers 
and technologies for aerocapture-aero-assist, autonomous-adaptive mission management, and 
reentry-decelerator concepts that are important to the national space exploration goals. 
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Figure 4. The ALSM enables T&E of hypersonic systems in the Mach 3 to 5 range. 


The ALSM test platform can support planned hypersonic systems for defense applications 
such as the joint Defense Advanced Research Projects Agency (DARPA) and U.S. Air Force 
Force Application and Launch from CONtinental United States (FALCON) program, the DARPA 
Responsive Access, Small Cargo, Affordable Launch (RASCAL) program, and the U.S. Navy 
Revolutionary Approach To Time Critical Long Range Strike (RATTLRS) program. The ALSM 
test platform provides the opportunity to test scale inlets under actual flight conditions for inlet 
operability and performance data. Ground-to-flight correlations from comparing ground-test data 
to flight-test data for these inlets will improve and validate inlet computational fluid dynamics 
(CFD) analysis and design codes. High-speed store separation flight data obtained from ALSM 
flight tests can improve and validate modeling and simulation codes for store separation, supporting 
the FALCON program for separation of the Common Aero Vehicle (CAV) from the FALCON 
Hypersonic Cruise Vehicle (HCV). Testing of an autonomous FTS such as the Subminiature Flight 
Safety System using the ALSM would support the joint DARPA and U.S. Air Force FALCON 
CAV flight test from the FALCON Space Launch Vehicle (SLV), the U.S. Navy RATTLRS, and 
the U.S. Air Force Advanced Responsive Space Lift (ARES) programs by providing the option of 
an autonomous FTS that has been previously verified by flight-test demonstrations on the ALSM 
test platform. 

MARKETS FOR THE AIR-LAUNCHED SMALL MISSILE CAPABILITIES 
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Markets for this new hypersonic flight-test platform would include NASA, the Department 
of Defense (DoD), the private aerospace industry, private research laboratories, and university 
research organizations. Experience gained through developing and operating this new platform 


would be valuable for future space-launch business in the area of on-demand, responsive 
microsatellite-small-payload space-launch services. The needs presently exist for a cost-effective, 
quick-turnaround hypersonic flight-test capability as well as on-demand, responsive microsatellite 
space-launch services; these needs will likely become more pressing in the future. 

The marketing niche that this new test platform would fill is shown in table 1 below. There is 
currently no quick-turnaround, low-cost, guided hypersonic flight-test capability available in the 
Mach number range of 3 to 5. A comparison of flight- test capabilities is also given in this table. 
Both the NASAF-15B airplane and the HyShot sounding rocket approaches utilize assets that have 
already been developed, and there is no development cost for these platforms. It is anticipated that 
once developed, the ALSM platform will have launch costs that are similar to the NASA F-15B 
airplane and the sounding rocket approaches. There was a significant development cost for the 
hypersonic X- 43 A/Pegasus® (Pegasus is a registered trademark of Orbital Sciences Corporation, 
Dulles, Virginia) platform, and the cost per launch was very high. Therefore, it is not feasible to 
use the X-43A hypersonic vehicle routinely as a platform for T&E. The retirement of the NASA 
B-52B airplane as a carrier airplane with no replacement will also make it difficult to restart the 
X- 43A test capabilities in the future. 


Table 1. Comparison of current hypersonic flight-test capabilities. 


Flight test and 

evaluation 

capability 

Mach number 
range 

Relative cost 
magnitude 

Guided? 

Quick- 

turnaround 

operation? 

NASAF-15B 

airplane 

<2 

Low 

Yes 

Yes 

HyShot- 
sounding rockets 

>7 

Low 

No 

Yes 

X- 43 A/Pegasus® 

>7 

High 

Yes 

No 

Phoenix ALSM 

3 to 5 

Low 

Yes 

Yes 


PROPOSED DELIVERABLES 

A comprehensive approach is planned for the proposed development effort. Analysis as well 
as flight-testing will be conducted in a complementary and integrated manner, leading to actual 
flight demonstrations of the ALSM testbed. During the initial or envelope-expansion flights, actual 
hypersonic flight research payloads such as high-speed laminar-turbulent transition, hypersonic 
inlet, or TPS material flight research experiments could also be flown, obtaining valuable high- 
speed flight data for comparison with ground-test data and analysis results. 
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The proposed deliverables for this effort will include: 


1. The ALSM system description and design documentation: 

a. Guidance and control system architecture. 

b. Interface definitions. 

c. Modeling and simulation. 

d. Telemetry description and capabilities. 

e. Certified FTS. 

f. Range safety package for flight-test events at Naval Air Warfare Center, Weapons 
Division (NAWC-WD) test ranges. 

2. F-15 airplane integration: 

a. The ALSM/F-15 interface definitions. 

b. Airplane store separation analysis. 

c. Flight-test methodology reports and analysis. 

d. U.S. Air Force SEEK EAGLE Office (AFSEO) flight clearance. 

3. Demonstration of actual ALSM launches: 

a. The ALSM initial proof-of-concept demonstration: 

i. Stores separation. 

ii. Guidance and control authority demonstration. 

iii. Test objective and envelope capability. 

iv. FTS demonstration. 

b. The ALSM envelope expansion demonstrations: 

i. Unique payload integrations and test. 

ii. System utility. 

iii. Correlation data. 

4. Modification data package for converting de -militarized AIM-54 assets to ALSM test 
platforms. 

5. System safety, design, and test reports. 
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PRELIMINARY SCHEDULE AND MILESTONES 


A preliminary schedule and associated milestones have been created for the proposed effort, 
and are presented in table 2 below. The proposed schedule and milestones could be modified 
based on available funding and resources. During the first year, preliminary design for the ALSM 
platform will be conducted. Considerations such as ALSM/F-15 interface design, F-15 airplane 
modification and integration, ALSM guidance system, ALSM telemetry or FTS systems, airplane 
flight envelope, airplane-ALSM separation, and flight clearance will be studied. Detailed system 
design together with hardware fabrication and modification will be conducted during the second 
and third year. Captive-carry flight clearance, envelope expansion, and ALSM initial proof-of- 
concept flight demonstrations will be conducted during the later half of the third year with test 
ALSM missile rounds. It is anticipated that at least two ALSM research flights with actual flight 
experiments on board will be conducted during the fourth year to demonstrate the capability of the 
ALSM as a hypersonic testbed. 


Table 2. Preliminary schedule and milestones. 


ID 

Task Name 

Year -1 

Year 1 

Year 2 

Year 3 

Year 4 

Q1 Q2 Q3 Q4 

Q1 Q2 Q3 Q4 

Q1 Q2 Q3 Q4 

Q1 Q2 Q3 Q4 

Q1 Q2 Q3 Q4 

1 

Program Development Study 






2 

ALSM Systems Design & Analysis 




3 

ALSM Guidance SW Development 



4 

Prototype Telemetry and FTS Qualification 




5 

ALSM/F-15 Interface Design 

■ 



6 

Documentation 

0 

0 


7 

Contracts and Component Procurements 




8 

F-15 Modifications 


9 

ALSM//Launcher//F-15 Integration 


10 

ALSM Prototype Assembly and Test 


■■■ 


11 

Range Safety and Flight Test Plan Dev 


12 

Prototype Separation Test 

♦ 1 

1/8 

| 5/5 
4 8/5 

13 

Flight Experiment 1 

14 

Flight Experiment 2 

15 

AFSEO Flight Clearance Support 


lo 

17 

Stoics Scpai ation Analysis 

Flight Test Reporting and Data Analysis 

0 

0 


18 

Mid Year Review 

0 

0 

0 

19 

Y early Status Review 

20 

Final Report and Data Package Delivery 
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TECHNICAL RATIONALE, APPROACH, AND PLAN 


Currently, there is no cost-effective means of collecting dynamic flight-test data for hypersonic 
test articles without accepting the limitations involved with the use of unguided sounding rockets 
at one end of the spectrum, or the long development cycle and large costs associated with X-plane 
programs at the other end of the spectrum. 

Figure 5 illustrates the ALSM platform concept. We propose that modified Phoenix missiles, 
or ALSM test platforms, are a cost-effective and pragmatic solution that will address the needs 
of the hypersonic development and test community for the next 10 to 15 years, filling the gap 
between the unguided sounding rocket and the X-plane test platforms. The ALSM test platform 
will have the Phoenix missile radar seeker, attendant signal processing, target detector, and 
warhead removed to provide an estimated payload volume of more than 7 ft 3 and an allowable 
weight of up to 250 lb. This payload capacity could be used for mounting unique flight-test articles 
such as subscale scramjet models, or individual scramjet components such as inlets, isolators, and 
combustors that will be shrouded within the OML of the baseline Phoenix. Upon reaching the 
desired test conditions, the ALSM radome shroud will be separated from the vehicle, exposing the 
payload to freestream flows. 


Design concept 



Figure 5. Phoenix ALSM test platform concept. 
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Given the baseline performance of the Phoenix missile, the extended range capability, the 
ALSM guidance controls, and the ability to precisely control initial launch conditions using the 
NASA F-15B airplane, the ALSM test platform will provide economical test repeatability and 
flexibility in the test envelope between Mach 3 and Mach 5. 

Figure 6 illustrates the operational model for the ALSM test platform. The ALSM test platform 
will be carried by the NASA F-15B airplane on its centerline store station, similar to the U.S. Air 
Force AS AT configuration. It will then be air-launched from the F-15B airplane over the Pacific 
Missile Test Center (PMTC), Point Mugu, California, similar to the X-43A flight experiments. 
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ALSM Launch Maneuver 
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Figure 6. Operational model for the Phoenix ALSM test platform. 


The ALSM test platform will be guidance-controlled by an integrated PowerPC® computer, 
autopilot, and inertial measurement unit (IMU) system. Initial prototype development and 
demonstration are anticipated to include “preprogrammed” maneuver capability, but the design 
shall include the ability to integrate global positioning system (GPS) updates and “route following” 
capability to address problems associated with high-speed, low altitude article dispense test 
utility. 

Data collection will be accomplished by a configurable, high-fidelity, wideband telemetry 
(TM) system. The TM system will be developed to include an integrated FTS to meet standard 
range safety requirements. Telemetry data will be collected onsite at the PMTC sea range and sent 
in real time to the NASA range operations facility by way of microwave link as demonstrated by 
numerous collaborative test ventures with both NASA and the Air Force at the Air Force Flight 
Test Center (AFFTC), Edwards, California. 

Separable radome development will incorporate expanding explosive materials embedded 
in channels along the radome assembly. During flight-testing, the guidance computer will initiate 
the explosive train, separating the dome from the ALSM platform and exposing the payload to 
freestream air. 

The NASA F-15B airplane has an extensive history of flying with unique and configurable 
flight-test articles, ranging from space shuttle tiles to the supersonic laminar wing. As a result, 
the experimental instrumentation system and carriage hardware of the NASA F-15B airplane 
are highly adaptable and especially suited to unique flight-research payloads such as the ALSM. 
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Modifications to the NASA F-15B airplane for ALSM experiments will leverage the experience 
that has been gained through the years from flying a wide variety of F-15B airplane flight research 
experiments at the NASA Dryden Flight Research Center. 

It is anticipated that test events will be performed at the PMTC, with the airplane staging from 
either NASA Dryden or from one of the NAWC-WD facilities, depending upon which facility is 
most cost-effective to the program. 

PRELIMINARY PERFORMANCE ANALYSIS 

Preliminary performance analysis for the proposed ALSM test platform has been conducted 
using publicly available data on the Phoenix missile and a simple in-house trajectory analysis code 
at NASA Dryden. Zero-lift trajectories were considered with no missile guidance (fixed fins). 
Missile performance sensitivities to launch elevation angles, launch Mach numbers, and research 
payload weights are shown to illustrate potential performance trends of the ALSM test platform. 
Because of possible inaccuracies in the publicly available data for the Phoenix missile, higher- 
fidelity performance analyses should be conducted to determine the suitability of the ALSM 
test platform prior to actual hypersonic flight research experiments. In particular, the guidance 
capability of the ALSM should be used to optimize the missile trajectory in reaching the required 
test conditions. 

As an air-launched flight-test platform, the proposed ALSM test platform has several 
advantages. Hazardous or high-risk flight tests could be conducted on an autonomous missile 
booster at great distances from the carrier airplane. The high-performance NASA F-15B airplane 
can boost the performance and enlarge the flight envelope of the Phoenix missile booster. Also, the 
launch altitude, attitude, and location are flexible. Finally, the research payload can be checked-out 
in the captive-carry flight environment at altitudes so that operation of the research instrumentation 
and data telemetry systems could be verified before the actual launch. 

Unless noted otherwise, the standard Phoenix missile and warhead weights were used in these 
simulations. The launch elevation angle effects on the ALSM performance are shown in figure 7. It 
can be seen that increasing the launch elevation angle from 0 deg to 30 deg significantly increases 
the maximum Mach number and range of the missile. Increasing the launch elevation angle from 
30 deg to 45 deg results in a very small loss in maximum Mach number, but greatly increases 
flight time. For example, launching the Phoenix missile at 45 deg produces over 100 s of flight 
speeds above Mach 3. It should be noted that even larger launch angles were used in previous flight 
tests. In the 1960s, sounding rockets were launched from the NASA F-104 (Lockheed Aircraft 
Corporation, now the Lockheed Martin Corporation, Bethesda, Maryland) airplane at near- vertical 
airplane pitch attitudes (ref. 6). 
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Figure 7. Launch elevation angle effects on ALSM flight performance (Mach 1.2, 45,000-ft launch 
conditions). 


The effects of initial launch velocity are shown in figure 8. It can be seen that any increase in 
the initial launch Mach number results in a corresponding direct increase in the maximum Mach 
number of the missile as well as in missile flight time. With neither missile guidance nor trajectory 
optimization, maximum missile Mach numbers approaching 4 are achievable with a supersonic 
launch speed of Mach 1.2. 

Figure 9 shows that reducing weight will significantly increase missile performance. When 
the Phoenix missile radar seeker, attendant signal processing equipment, target detector, and 
warhead are removed, it is possible to have an allowable research payload weight of up to 250 lb. 
As can be seen in figure 9, an 85-lb weight reduction from the standard missile weight (allowable 
research payload weight of 165 lb) increases the top missile Mach number to slightly above 4.0 
and increases the missile flight time. Reducing the missile weight by 135 lb (allowable research 
payload weight of 115 lb) increases the maximum missile Mach number to 4.3. Finally, reducing 
the missile weight by the full 250 lb allows a top missile Mach number of 5.0. It should be noted 
that to keep costs low, the Phoenix missile weight cannot be changed arbitrarily. The center of 
gravity (CG) and center of pressure (CP) of the ALSM should agree with those of the standard 
Phoenix missile to within acceptable tolerances to minimize airplane store separation and flight 
clearance costs. ALSM tests with drastically different mass properties and OMLs from the standard 
Phoenix missile will likely cause an increase in flight clearance costs. 
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Figure 8. Initial launch Mach number effects on ALSM flight performance (45-deg elevation angle, 
45,000-ft launch conditions). 
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Figure 9. Missile weight effects on ALSM flight performance (Mach 1.2, 45-deg elevation angle, 
45,000-ft launch conditions). 
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RELATED HYPERSONIC FLIGHT-TEST CAPABILITIES 


An overview for past hypersonic-flight test capabilities that are somewhat related to the 
proposed Phoenix ALSM test is presented in the sections below. Discussed are X-43A scramjet 
flight research, the HyShot sounding rocket test, the ASAT missile system, and the Air-Launched 
Sounding Rocket (ALSOR) research program. 

X- 43 A Scramjet Flight Research 

An overview of this very important hypersonic flight research project is provided in reference 3 . 
The NASA Dryden Flight Research Center, in partnership with the NASA Langley Research 
Center (Hampton, Virginia) and private industry partners, successfully flew the X- 43A vehicle 
at Mach 7 and Mach 10, setting new speed records for airbreathing propulsion aircraft on both 
flights. A tremendous amount of in-house experience and capability in hypersonic flight research 
has been developed at NASA Dryden as the result of this flight research effort. The development 
costs and the launch costs for the X- 43 A/Pegasus® system are very high, however, and this system 
is not well-suited for quick-turnaround and frequent T&E activities. The retirement of the NASA 
B-52B as a carrier airplane with no replacement will also make it difficult to restart the X- 43A test 
capabilities in the future. On the other hand, the proposed ALSM platform is designed to provide 
cost-effective, quick- turnaround hypersonic flight T&E activities for the Mach number range of 
3 to 5. 


HyShot Sounding Rocket Test 

HyShot was a supersonic combustion flight experiment conducted by the University of 
Queensland, Australia, using a ground-launched sounding rocket. The rocket was unguided, and 
it targeted test Mach numbers greater than 7. Reference 4 provides a comparison between flight 
data and analysis results. As a ground-launched platform, it did not have the flexibility that an air- 
launched asset such as the ALSM could provide in terms of launch locations, altitudes, speeds, and 
attitudes. As an unguided rocket, it also did not have as much control and flexibility as the guided 
ALSM platform could provide. 

Air-Launched Anti- Satellite Missile 

In the 1980s, the U.S. Air Force conducted flight tests for the ASAT missile system using the 
F-15A airplane as the launch airplane. This highly successful test program resulted in a first-ever 
intercept and destruction of a satellite in orbit. The ASAT missile had a length of 1 8 ft and weighed 
2700 lb. It was significantly larger and heavier than the proposed Phoenix ALSM system. The mode 
of operation in this program is virtually identical to the proposed ALSM testbed. Therefore, the 
success of the ASAT program highlights the excellent feasibility of the proposed ALSM testbed. 
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Air-Launched Sounding Rocket 


In the 1960s, the Air-Launched Sounding Rocket (ALSOR) research program used a NASA 
F-104 airplane to launch sounding rockets. The operation of the program is described in detail in 
reference 6. Launch maneuvers and aircraft launchers were developed, and the entire concept of 
air-launched sounding rockets proved to be practical. Five successful launches were conducted at 
launch Mach numbers ranging from 0.76 to 1.40 and airplane pitch attitudes ranging from 41 deg 
to 102 deg. The air-launched sounding rockets reached a maximum altitude of 383,000 ft. 

CONCLUSIONS 

A proposal has been developed to add a new Mach 3 to Mach 5 hypersonic flight test, 
evaluation, and research capability to the existing National Aeronautics and Space Administration 
(NASA) Dry den Flight Research Center (Edwards, California) F-15B (McDonnell Douglas, now 
the Boeing Company, Chicago, Illinois) testbed airplane, called the Phoenix Air-Launched Small 
Missile (ALSM) flight-test platform. Using United States Navy surplus Phoenix AIM- 5 4 (Hughes 
Aircraft Company, now Raytheon Company, Waltham, Massachusetts) long-range, guided air- 
to-air missiles as boosters for flight research payloads and the NASA F-15B airplane as the 
launch airplane, the Phoenix ALSM platform was conceived specifically to address the lack of 
cost-effective hypersonic flight test and evaluation capabilities in the supersonic-to-hypersonic 
transitional flight envelope. 

Preliminary studies have shown this approach to be technically sound. Performance analysis 
for the proposed ALSM test platform has been conducted using publicly available data and the 
assumptions of zero-lift trajectories and no missile guidance. With the appropriate payload weights 
and launch conditions, the Phoenix can boost a flight research payload to flight conditions of Mach 3 
to Mach 5. 

The experience gained from developing and operating the Phoenix ALSM hypersonic flight 
testbed will provide a cost-effective stepping-stone for the development and operation of future 
higher-performance ALSM hypersonic flight testbeds as well as responsive microsatellite-small- 
payload space-launch boosters. The team, comprised of the NASA Dryden Flight Research Center 
and the Naval Air Warfare Center Weapons Division, brings together the required skills as well 
as the corporate experience and technology, acquired from decades of hypersonic flight research, 
missile research, and high-performance aircraft flight-testing, to successfully execute the proposed 
effort. 
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